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CCTV Cameras - 210 




Miniature Camera Color - Micro-Pinhole 
Description 

The Micro-Pinhole is a very small pinhole camera. Due to its miniature dimensions and 
economical power consumption, the camera suits perfectly well for concealed operations, as it 
may be easily worn around the body. 



Technical Data 



Image Sensor: 


1/5“ CCD 


Resolution: 


366 (H) x 288 (V) 


Horizontal Resolution: 


240 TV-lines 


Shutter: 


1/50-1/57000 


Sensitivity: 


2 Lux (FI .2) 


Lens: 


3.5 mm/F2.6 


Video Output: 


1 Vpp/75 Q 


Operating Conditions: 


-10 to +45 °C 


Power Supply: 


9 -12 V DC 


Power Consumption: 


35 mA 


Dimensions (W x H): 


8x8 mm 


Scope of Delivery: 


Micro-Pinhole Color, transport box 
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If you would like further Information about ELAMAN, 
or would like to discuss a specific requirement or project, please contact us at: 

Elaman GmbH 
German Security Solutions 
Seitzstr. 23 
80538 Munich 
Germany 

Tel: +49-89-24 20 91 80 
Fax: +49-89-24 20 91 81 
info@elaman.de 
www.elaman.de 




